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1. Location?. 

The plant - M 

'Sc.' («*»».• */«»«• » . 


2„ Plant installations : 


a. CtJt* V — --p 

^ SSS 0t i»°?940 “d S‘-:“-jS 

war o 

a. The frameworks of the *'larit shops and ^^f^the^plant , 
were standing when the ur^ * ,/d *!?£* , n * was completed and 
including a power station ^ st »1 the ^ of 1948 . 
machinery installed . ^roc IC eration in 1942 and four otners 

pour smelting furnaces wu * 1 ^ h ^ P ® a stern part of the plant areas 
Xln^alLrioraSgedly^o seperate gold from processed ore, 
was mearing completion, 
t. An additional plant 

machinery of the former Kegdeh 8 ^ ct ions for the plant- 
?“ 8l larsf bSSlS'aS ntruntnr.a flnlaUnd brlctt. 0» 

plant layout see Annex.) 


3„ -ork gorge; 


* COO soviet* and 900 il» ®«lns in three nhifte. 


Froduoftlfifi s zinc bars * 
Annex* One sketch 
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Legend to Annex ; 

1 Plant entrance v:ith plant police detachment 

Z Mechanical wricshop, 150X9C reel r/ith forge, manufacture of 
plant requirements 

2a /ootien shed, electrical repair stop 
5 foundry, equipped - ith throe cupola furnaces 

4 Improvised laboratory in a. cantonment building; 

5 Ijov; laboratory 

6 Carpenter shop 

7 pamill 

8 storage hall for various mxterials 

9 former Pi ca.jp, nov priodn 


10 electrolysis station 


ICa Line foundry 

11 .line washing plant vitU 1; r wooden tanks each 36x25x18 
feet 

lla Pipe line, about 25 loot above surface level 
lib Calcining plant x;ith tix calcining drums 

12 otoraje ahcci .'or oro v;itt» railroad siding 


12a kxrge zinc ore dump in te open 


13 

14 


Inclined lift 


Calcining plant, 244x90 eet, five-story building 


a 


b. 


four calcining chi 
the fourth floor, Zt 


ms , , reaching ^ rom 
ttot in diameter 


the second to 


pour additional moolis under construction, in .ay 1949 
about 20 percent of taea completed 


o elevated canal 

4 ji-.all buildinc, pureoso: undetermned, connected - ith 
ilo 14a by a pipe *>* fc diuuetor 

* pui^iii. «**». *“ 

calcining plant is sen* av.ay b* truc-^ 


15 

1G 


q Gasp ip os, 5 fuel in l-caaOter 

building, purpose and# ,or;..ined , higher tuoxx 


Dr i c3 z sr :ohe &t a el m -lk5 >c ' c L kl.ph 
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( Legend cont*d) 

17 -ffcoarn heati nj central xor iha whole plant r/ith three 
boilers and one smokestack i,-c foot high 

18 /our-story building rith tvo smelting furnaces. The raw 
materials are shipped here from the sine washing plant 
by a narrovj-gauge railroad 

19 Plant building under cousti ruction, 300x90x75 feet* The 
steel frame of the buiidij&g is completed* presumed pur- 
pose oi buildings storage in open concrete bunker. 3c feet 
deep, v/as sunk into the f ioer of this building 

a Outdoor ore dump* the railroad tracks cross a pit into 
vdiieh the ore is unloaded 

2c Uevjr plant building, 90x150 feat* .ccordin * to dovlet state- 
ments , the construction of a new sine plant is projected in 
this area<, Boxes with dismantled machines from the former 
ilagdeburg zinc plant are bored. here in the operu 

21 plant, separated from the mine plant by a fence** *ccoruin^ 
to govicts it is to servo for processing of gold* 

a Jeparating fence 

b Ore dump, ore arrived in sacks 

c .Inclined lift : ith it a seed structure completed 

d through f .orkshop, foot, subdivided into 

throe sect i ms 

d 15 through 20 steel ton-3* 15 foot in dinmetex* (sic!) 
e Underground furnaces * purpose unknown 
f Vac- nt section of workshop 
g smokestack, 350 feet high 
h Office 

i four outdoor tonics 
k Pipelines, one foot Jx diameter 

1 tfive- story buildings shout 60x60 feet, purpose unknown 
m Ore dump under construct ion, about 60x60 feet, purpose 
unknown 

n Hew building similar .to ho 19, outside the fencec This 
alleged gold processing plant covered about 480x300 feet 

ZZ Direction to new Fi camp 


power Plant 

1 Turbine house, 240x90 fn ot% five-story building with t%ro 
UJ turbines ant tv,o boliors ? one sheet-metal smokestack on 
the roof 

2 Coal hoist 

5 Coal at ora ;e bunker vit, railroad siding and underground 
conveyor lino to co n'J hoist 

4 ill transformer station vitii 1G to Be transformers, each with 
r, trans.; dssion lino tc he vine plcnt and the town * 
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